





SUBJECT: . Discontinuing WIRE 120 PROGRAM 






DISTRIBUTION: 





Due to low demand, the Wire 120 Counter Display program will be discontinued upon 
depletion of inventory. Listed below are the component items currently available. We 
have provided SKU packing and cost. Quantities can be viewed in function 210 prior to 
ordering. As inventory is depleted these items will not be reordered. If you have chain 
commitments, please submit requests to Andrea Lewis in SMML for available inventory 
no later than 1/31/95. 


ITEM # DESCRIPTION PACKING COST 


137901 120 Pk Wire Display 6 38.64 
239830 30 Pk Wire Add On 10 107.00 
141796 80 Pk Conversion Kit 10 42.62 
141804 Special Top Sign 10 33.85 
165977 40 Pk Add On Tray 10 71.44 
165985 Adj Counter Stand 10 156.48 
239848 140 Pk Conversion Kit 10 33.65 


PROGRAM CONTACT: Andrea Lewis Extension 3305 


R. J. REYNOLDS TOBACCO COMPANY 
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